issue over the 13 month period preceding the instant viola-
tion  I also observe that the operator abated the violatxve
condition promptly and in a good faith manner.  Under the
c!rcums?ances I find that the Secretary's proposed penalty of
$600 is appropriate.

ORDER

Grafton Coal Company is hereby order to pad a civil
penalty of $600 within 30 days of the date of decision.

Gary Me
Adminis

Distribution:

wmiam T Salzer, Esq., Office of thJj Solicitor, Ir.S. Depart-
ment o? Labor! Soom 14480-Gateway Building, 3535 Market St.,
Philadelphia, PA 19104 (Certified Mail)

James R. Christie, Esq., PO Box 2150, Clarksburg, WV 26302
(Certified Mail)
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1112e claims was there.  Schrock conceded
